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Answer: E 


OUESTION:26 
Which elements are parts of the Cisco Substation Automation Solution? 


A. customer call centers, electrical auto recharging, and home energy management 

B. protection and control, grid monitoring, and multiservice communications networks 
C. multiservice communications networks 

D. protection and control, auto meter reading, and data analysis 

E. data center and customer call centers 


Answer: B 


QUESTION:27 
What is IEEE 1613? 


A. anew routing protocol for electricity 

B. a standard for communications networking devices in electric power substations 
C. the latest Cisco product for connected grid security 

D. anew UL requirement 


Answer: B 


QUESTION:28 
Which product(s) are included in the first Cisco Smart Grid product offerings? 


A. Cisco Connected Grid Router 2010 and Connected Grid Switch 2520 
B. Cisco Smart Grid 3000 ruggedized switching platform 

C. ISR 2900 series and Catalyst 2960 

D. all existing Cisco products 


Answer: A 


QUESTION:29 
Which of these trends is the main driver toward smart grid technology? 


A. increased carbon footprint 
B. compliance with regulations involving government funding and rules 


C. reduced demand, which causes an increase in demand and peak load 
D. increased supply, which reguires the integration of distributed generation sources 


Answer: B 
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